msmMMn 


RETURN 


BEFORE  THE  BOARD  OF  OIL  AND, -GAS  CONSERVATION 
OF  THE  STATE  OF  MONTANA 


In  the  matter  of  the  adoption  ) 
of  an  emergency  rule  requiring  ) 
workable  ignitor  systems  on  ) 
wells  producing  H2S  gas.       ) 


NOTICE  OF  ADOPTION  OF 
AN  EMERGENCY  RULE 
REQUIRING  WORKABLE 
IGNITOR  SYSTEMS  ON 
WELLS  PRODUCING 
HYDROGEN  SULFIDE  GAS 


TO:   All  Interested  Persons. 

1.  The  Board  of  Oil  and  Gas  Conservation  finds  that 
several  producing  wells  in  this  state  are  producing  hydrogen 
sulfide  in  potentially  lethal  quantities.  Unless  those  wells 
are  equipped  with  a  workable  ignitor  system  to  ensure  that 
said  lethal  gas  is  continually  burned,  their  existence  poses 
an  eminent  peril  to  the  public  health  and  safety. 

2.  The  text  of  the  rule  is  as  follows: 
36.22.1221   HYDROGEN  SULFIDE  IGNITOR  SYSTEMS  REQUIRED 

All  operators  of  wells  emitting  20  parts  per  million  or  more 
of  H2S  gas  shall  ensure  that  workable  ignitor  systems  are 
installed  on  such  wells  and  take  whatever  other  steps  that  may 
be  necessary  to  ensure  that  all  waste  gas  is  flared  and  not 
vented  to  the  atmosphere. 

3.  The  authority  of  the  Board  to  adopt  said  rule  is  based 
on  Section  82-11-111,  MCA,  and  the  rule  implements  Section 
82-11-123,  MCA. 

The  emergency  action  is  effective  February  6,  1984. 


Richard  A.  Campbell,  Chairman 
Board  of  Oil  and  Gas  Conservation 


BY:    u&*<-.    7g^ 


Dee  Rickman, 

Assistant  Administrator 

Oil  and  Gas  Conservation  Division 


Certified  to  the  Secretary  of  State  February  6,  1984. 
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